This  208-foot  stainless  steel  "Great  Cross  at 
famous  Mission  of  Nombre  de  Dios  in  St.  Augus- 
tine Florida,  marks  the  place  where  Christianity 
began  in  the  United  States.  Nombre  de  Dios 
(Name  of  God)  was  founded  as  America's  first 
mission  by  Spanish  missionary  priests  in  1565. 
The  Great  Cross  was  erected  four  centuries  after- 
ward. 
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